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Immunoglobulin G 

Kappa marker typing with high-performance liquid 
chromatography: identification of kappa marker specific 
tryptic peptide from the kappa light chain of 
immunoglobulin G 622(1993)9 


Kappa marker 

Kappa marker typing with high-performance liquid 
chromatography: identification of kappa marker specific 
tryptic peptide from the kappa light chain of 
immunoglobulin G 622(1993)9 


Leukotriene E, 

Gas chromatographic—mass spectrometric determination of 
leukotriene E, in human urine using deuterium-labelled 
leukotriene E, standards 622(1993)1 


Lipids 
Determination of fatty acid and triacylglycerol composition 
of human very-low-density lipoproteins 622(1993)117 


Lipoproteins 
Determination of fatty acid and triacylglycerol composition 
of human very-low-density lipoproteins 622(1993)117 


Lisuride 

Quantitative determination of the dopamine agonist lisuride 
in plasma using high-performance liquid chromatography 
with fluorescence detection 622(1993)33 


m-lodobenzylguanidine 

High-performance liquid chromatographic determination of 
m-iodobenzylguanidine in urine of cancer 

patients 622(1993)71 


Mebeverine 

Evaluation of capillary supercritical fluid chromatography 
with mass spectrometric detection for the analysis of a 
drug (mebeverine) in a dog plasma matrix 622(1993)209 


3-Methoxy-2-N,N- 
methyloctadecylaminopropyloxyphosphorylcholine 
Determination of the aza alkyl lysophospholipid 3-methoxy- 
2-N,N-methyloctadecylaminopropyloxyphosphorylcholine in 
rat plasma by liquid chromatography-—particle beam—mass 
spectrometry 622(1993)215 


3-Methoxy-4-hydroxyphenylethylene glycol 

Simultaneous analysis of homovanillic acid, 5- 
hydroxyindoleacetic acid, 3-methoxy-4-hydroxy- 
phenylethylene glycol and vanilmandelic acid in plasma 
from alcoholics by high-performance liquid chromatography 
with electrochemical detection 622(1993)161 


Microtubule inhibition 

High-performance liquid chromatographic assay for the 
measurement of the novel microtubule inhibitor 1069C85 in 
biological tissues and fluids 622(1993)243 


Monohydroxy fatty acids 
Quantitation of monohydroxy fatty acids by high- 


performance liquid chromatography with fluorescence 
detection 622(1993)147 


Moprolol 

Identification and determination of the enantiomers of 
moprolol and their metabolites in human urine by high- 
performance liquid chromatography and gas 
chromatography—mass spectrometry 622(1993)187 


Norephedrine 

Direct determination of ephedrine and norephedrine in 
human urine by capillary zone 

electrophoresis 622(1993)103 


Oligosaccharide alditols 

Separation of neutral oligosaccharide alditols from human 
meconium using high-pH anion-exchange 
chromatography 622(1993)137 


Ondansetron 

High-performance liquid chromatographic separation of 
ondansetron enantiomers in serum using a cellulose- 
derivatized stationary phase and solid-phase 

extraction 622(1993)291 


Organic acids 

Analysis of urinary organic acids by liquid 
chromatography—atmospheric pressure chemical ionization 
mass spectrometry 622(1993)263 
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Organotin compounds 

Gas chromatographic determination of inorganic tin in rat 
urine after a single oral administration of stannous chloride 
and mono-, di-, and triphenyltin chloride 622(1993)173 


Pentamidine 
High-performance liquid chromatographic determination of 
pentamidine in plasma 622(1993)255 


Peptides 

Kappa marker typing with high-performance liquid 
chromatography: identification of kappa marker specific 
tryptic peptide from the kappa light chain of 
immunoglobulin G 622(1993)9 


Phenobarbital 

Simple and accurate high-performance liquid 
chromatographic method for the measurement of three 
antiepileptics in therapeutic drug monitoring 622(1993)47 


Phenyltin chloride 

Gas chromatographic determination of inorganic tin in rat 
urine after a single oral administration of stannous chloride 
and mono-, di-, and triphenyltin chloride 622(1993)173 


Phenytoin 

Simple and accurate high-performance liquid 
chromatographic method for the measurement of three 
antiepileptics in therapeutic drug monitoring 622(1993)47 


Phosphatidylcholine 

Simultaneous determination of hydroperoxides of 
phosphatidylcholine, cholesterol esters and triacylglycerols 
by column-switching high-performance liquid 
chromatography with a post-column detection 

system 622(1993)153 


Phospholipids 
Determination of fatty acid and triacylglycerol composition 
of human very-low-density lipoproteins 622(1993)117 


Polyanions 
Determination of polyanionic macromolecules by size- 
exclusion chromatography 622(1993)278 


Sparteine 
Rapid determination of sparteine and its metabolites in 
urine 622(1993)274 


Stannous chloride 

Gas chromatographic determination of inorganic tin in rat 
urine after a single oral administration of stannous chloride 
and mono-, di-, and triphenyltin chloride 622(1993)173 


Sulfamethazine 

Fully automated determination of sulfamethazine in ovine 
plasma using solid-phase extraction on disposable cartridges 
and liquid chromatography 622(1993)53 


Compound Index 


Tin, inorganic 

Gas chromatographic determination of inorganic tin in rat 
urine after a single oral administration of stannous chloride 
and mono-, di-, and triphenyltin chloride 622(1993)173 


Triacylglycerol 

Simultaneous determination of hydroperoxides of 
phosphatidylcholine, cholesterol esters and triacylglycerols 
by column-switching high-performance liquid 
chromatography with a post-column detection 

system 622(1993)153 


Triacylglycerols 
Determination of fatty acid and triacylglycerol composition 
of human very-low-density lipoproteins 622(1993)117 


Tris(hydroxymethyl)aminomethane 

Determination of tris(hydroxymethyl)aminomethane 
(tromethamine) in human plasma and urine by high- 
performance liquid chromatography with fluorescence 
detection 622(1993)87 


Tromethamine 

Determination of tris(hydroxymethyl)aminomethane 
(tromethamine) in human plasma and urine by high- 
performance liquid chromatography with fluorescence 
detection 622(1993)87 


Tryptic peptide, kappa marker-specific 

Kappa marker typing with high-performance liquid 
chromatography: identification of kappa marker specific 
tryptic peptide from the kappa light chain of 
immunoglobulin G 622(1993)9 


Tubulin-binding agent 

High-performance liquid chromatographic assay for the 
measurement of the novel microtubule inhibitor 1069C85 in 
biological tissues and fluids 622(1993)243 


Vanilmandelic acid 

Simultaneous analysis of homovanillic acid, 5- 
hydroxyindoleacetic acid, 3-methoxy-4-hydroxy- 
phenylethylene glycol and vanilmandelic acid in plasma 
from alcoholics by high-performance liquid chromatography 
with electrochemical detection 622(1993)161 


Very-low-density lipoproteins 
Determination of fatty acid and triacylglycerol composition 
of human very-low-density lipoproteins 622(1993)117 


Zolpidem 

Simultaneous screening and quantitation of alpidem, 
zolpidem, buspirone and benzodiazepines by dual-channel 
gas chromatography using electron-capture and nitrogen— 
phosphorus detection after solid-phase 

extraction 622(1993)197 


